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DEPARTMENT  OF  HEALTH  AND 
HUMAN  SERVICES 

Alcohol,  Drug  Abuse,  and  Mental 
Health  Administration 

Current  List  of  Laboratories  Which 
Meet  Minimum  Standards  To  Engage  in 
Urine  Drug  Testing  for  Federal 
Agencies 

agency:  National  Institute  on  Drug 
Abuse.  ADAMHA,  HHS. 
action:  Notice. 

SUMMARY:  The  Department  of  Health 
and  Human  Services  notifies  Federal 
agencies  of  the  laboratories  currently 
certified  to  meet  standards  of  Subpart  C 
of  Mandatory  Guidelines  for  Federal 
Workplace  Drug  Testing  Programs  (53 
FR 11979, 11986).  A  similar  notice  listing 
all  currently  certified  laboratories  will 
be  published  during  the  first  week  of 
each  month,  and  updated  to  include 
laboratories  which  subsequently  apply 
for  and  complete  the  certification 
process.  If  any  listed  laboratory's 
certification  is  totally  suspended  or 
revoked,  the  laboratory  will  be  omitted 
from  updated  lists  until  such  time  as  it  is 
restored  to  full  certification  under  the 
Guidelines. 

FOR  FURTHER  INFORMATION  CONTACT: 

Denise  L  Goss,  Program  Assistant,  Drug 
Testing  Section,  Division  of  Applied 
Research,  National  Institute  on  Drug 
Abuse,  room  9-A-53, 5600  Fishers  Lane, 
Rockville,  Maryland  20857;  tel.:  (301) 
443-6014. 

SUPPLEMENTARY  INFORMATION: 

Mandatory  Guidelines  for  Federal 
Workplace  Drug  Testing  were 
developed  in  accordance  with  Executive 
Order  12564  and  section  503  of  Public 
Law  100-71.  Subpart  C  of  the 
Guidelines,  "Certification  of 
Laboratories  Engaged  in  Urine  Drug 
Testing  for  Federal  Agencies,"  sets  strict 
standards  which  laboratories  must  meet 
in  order  to  conduct  urine  drug  testing  for 
Federal  agencies.  To  become  certifi^ 
an  applicant  laboratory  must  undergo 
three  rounds  of  performance  testing  plus 
an  on-site  inspection.  To  maintain  that 
certification  a  laboratory  must 
participate  in  an  every-other-month 
performance  testing  program  plus 
periodic,  on-site  inspections. 

Laboratories  which  claim  to  be  in  the 
applicant  stage  of  NIDA  certification  are 
not  to  be  considered  as  meeting  the 
minimum  requirements  expressed  in  the 
NIDA  Guidelines.  A  laboratory  must 
have  its  letter  of  certification  from  HHS/ 
NIDA  which  attests  that  it  has  met 
minimum  standards. 

In  accordance  with  subpart  C  of  the 
Guidelines,  the  following  laboratories 


meet  the  fninimuin  standards  set  forth  in 
the  Guidelines: 

AccuTox  Analytical  Laboratory,  427  Fifth 
Avenue  NW..  Attalla,  AL  35954-0770, 205- 
538-^2. 

Aegis  Analytical  Laboratories,  Inc.,  624 
Crassmere  Park  Road,  Suite  21,  Nashville, 
TN  37211,  615-331-5300 
Alabama  Reference  Laboratories,  Inc.,  543 
South  Hull  Street,  Montgomery,  AL  36103, 
800-541-4931/205-263-5745 
American  Medical  Laboratories,  Inc.,  11091 
Main  Street,  P.O.  Box  188,  Fairfax,  VA 
22030,  703-691-9100 

Associated  Pathologists  Laboratories,  Inc., 
4230  South  Burnham  Avenue,  Suite  250,  Las 
Vegas,  NV  89119-5412,  702-733-7868 
Associated  Regional  and  University 
Pathologists,  Inc.  (ARUP),  500  Cbipeta 
Way,  Salt  Lake  City,  UT  84108,  801-583- 
2787 

Bayshore  Clinical  Laboratory,  4555  W. 
Schroeder  Drive,  Brown  Deer,  WI 53223, 
414-355-4444 /800-877-7018 
Beilin  Hospital-Toxicology  Laboratory,  2789 
Allied  Street,  Green  Bay,  WI  54304, 4^14- 
496-2487 

Bioran  Medical  Laboratory,  415 
Massachusetts  Avenue,  Cambridge,  MA 
02139,  617-547-8900 
Cedars  Medical  Center,  Department  of 
Pathology,  1400  Northwest  12th  Avenue, 
Miami,  FL  33136,  305-325-5810 
Center  for  Human  Toxicology,  417  Wakara 
Way-Room  290,  University  Research  Park, 
Salt  Lake  City,  UT  84108, 801-581-5117 
Columbia  Biomedical  Laboratory,  Inc.,  4700 
Forest  Drive,  Suite  200,  Columbia,  SC 
29206,  800-848-4245/803-782-2700 
Clinical  Pathology  Facility,  Inc.,  711  Bingham 
Street  Pittsburgh,  PA  15203, 412-488-7500 
Clinical  Reference  Lab,  11850  West  85th 
Street  Lenexa,  KS  66214, 800-445-6017 
CompuChem  Laboratories,  Inc.,  3308  Chapel 
Hill/Nelson  Hwy.,  P.O.  Box  12652, 

Research  Triangle  Park,  NC  27709, 919-549- 
826/800-833-3984 

Continental  Bio-Clinical  Laboratory  Service, 
Inc.,  A  MetPath  Laboratory,  2740  28th 
Street  SW..  Grand  Rapids,  MI  49509, 800- 
777-0706/616-538-6700 
Cox  Medical  Centers,  Department  of 
Toxicology.  1423  North  Jefferson  Avenue, 
Springfield,  MO  65802, 800-876-3652/417- 
836-3093 

Damon  Clinical  Laboratories,  140  East  Ryan 
Road,  Oak  Creek,  WI  53154, 800-385-3840 
(name  changed:  formerly  Chem-Bio 
Corporation;  CBC  Clinilab) 

Damon  Clinical  Laboratories,  8300  Esters 
Blvd.,  Suite  900,  Irving,  TX  75063,  214-029- 
0535 

Doctors  &  Physicians  Laboratory,  801  East 
Dixie  Avenue,  Leesburg,  FL  32748, 904-787- 
9006 

Drug  Labs  of  Texas,  15201 1 10  East,  Suite  125, 
Channelview,  TX  77530, 713-457-3784 
DrugScan,  Inc.,  P.O.  Box  2969, 1119  Meams 
Road,  Warminster,  PA  18974,  215-674-9310 
Eagle  Forensic  Laboratory,  Inc.,  950  North 
Federal  Highway,  Suite  308,  Pompano 
Beach,  FL  33062,  305-946-4324 
Eastern  Laboratories,  Ltd.,  95  Seaview 
Boulevard,  Port  Washington,  NY  11050, 
516-625-9800 


ElSohly  Laboratories,  Inc.,  1215Vi  Jackson 
Ave.,  Oxford.  MS  38655, 601-236-2609 
Employee  Health  Assurance  Group,  405 
Alderson  Street,  Schofield,  WI  54476, 800- 
627-8200  (name  change:  formerly  Alpha 
Medical  Laboratory,  Inc.) 

General  Medical  Laboratories,  36  South 
Brooks  Street,  Madison,  WI  53715, 608-267- 
6267 

Laboratory  of  Pathology  of  Seattle,  Inc.,  1229 
Madison  St.,  Suite  500,  Nordstrom  Medical 
Tower,  Seattle,  WA  98104,  206-386-2672 
Laboratory  Specialists,  Inc.,  113  Jarrell  Drive, 
Belle  Chasse,  LA  70037, 504-392-7961 
Mayo  Medical  Laboratories,  200  S.W.  First 
Street  Rochester,  MN  55905, 800-533-1710/ 
607-284-3631 

Med-Chek  Laboratories,  Inc.,  4900  Perry 
Highw’ay,  Pittsburgh,  PA  15229, 412-931- 
7200 

MedExpress/National  Laboratory  Center, 

4022  Willow  Lake  Boulevard,  Memphis,  TN 
38175,  901-795-1515 
MedTox  Bio-Analytical,  a  Division  of 
MedTox  Laboratories,  Inc.,  9176 
Independence  Avenue,  Chatsworth,  CA 
91311,  818-718-0115/800-331-8670  (outside 
CA)/800-464-7081  (inside  CA),  (name 
changed:  formerly  Laboratory  Specialists, 
Inc.,  Abused  Drug  Laboratories) 

MedTox  Bio-Analytical,  a  Division  of 
MedTox  Laboratories,  Inc.,  2356  North 
Lincoln  Avenue,  Chicago,  IL  60614, 312- 
880-6900  (name  changed:  formerly  Bio- 
Analytical  Technologies) 

MedTox  Laboratories,  Inc.,  402  W.  County 
Road  D,  St  Paul,  MN  55112, 612-636- 
7466/800-832-3244 
Methodist  Hospital  of  Indiana,  Inc., 
Department  of  Pathology  and  Laboratory 
M^cine,  1701  North  Senate  Boulevard, 
Indianapolis.  IN  46202, 

317-929-3587 

317-929-2314 

Methodist  Medical  Center  Toxicology 
Laboratory,  221  N.E.  Glen  Oak  Avenue, 
Peoria,  IL  81636,  800-752-1835/309-671- 
5199 

MetPath,  Inc.,  1355  Mittel  Boulevard,  Wood 
Dale.  EL  60191,  708-595-3888 
MetPath,  Inc.,  One  Malcolm  Avenue, 
Teterboro,  NJ  07608, 201-393-5000 
MetWest-BPL  Toxicology  Laboratory,  18700 
Oxnard  Street,  Tarzana,  CA  91358, 800- 
492-0800/818-343-8191 
National  Center  for  Forensic  Science,  1901 
Sulphur  Spring  Road,  Baltimore,  MD  21227, 
410-536-1485  (name  changed:  formerly 
Maryland  Mescal  Laboratory,  Inc.) 
National  Drug  Assessment  Corporation.  5419 
South  Western,  Oklahoma  City,  OK  73109, 
800-749-3784  (name  changed:  formerly  Med 
Arts  Lab) 

National  Health  Laboratories  Incorporated, 
13900  Park  Center  Road,  Herndon,  VA 
22071,  703-742-3100/800-572-3734  (inside 
VA)/800-336-0391  (outside  VA) 

National  Health  Laboratories  Incorporated, 
d.b.a.  National  Reference  Laboratory, 
Substance  Abuse  Division,  1400  Donelson 
Pike,  Suite  A-15,  Nashville,  TN  37217, 615- 
360-3992/800-800-4522 
Natkmal  Health  Laboratories  Incorporated, 
2540  Empire  Drive,  Winston-Salem,  NC 
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27103-6710,  919-760-4620/800-334-6627 
(outside  NC)/800-642-0894  (inside  NC) 

National  Psychopharmacology  Laboratory. 
Inc.,  9320  Park  W.  Boulevari,  Knoxville, 

TN  37923,  800-251-9492 

National  Toxicology  Laboratories,  Inc.,  1100 
California  Avenue,  Bakersheld,  CA  93304. 
805-322-4250 

Nichols  Institute  Substance  Abuse  Testing 
(NISAT),  8985  Balboa  Avenue,  San  Diego, 
CA  92123, 800-446-4728/619-694-5050 
(name  changed:  formerly  Nichols  Institute] 

Northwest  Toxicology,  Inc.,  1141 E.  3900 
South,  Salt  Lake  City,  UT  84124, 800-322- 
3361 

Oregon  Medical  Laboratories,  P.O.  Box  972, 
722  East  11th  Avenue,  Eugene,  OR  97440- 
0972,  503-687-2134 

Parke  DeWatt  Laboratories,  Division  of 
Comprehensive  Medical  Systems,  Inc.,  1810 
Frontage  Rd.,  Northbrook,  IL  60062, 708- 
480-4680 

Pathlab,  Inc.,  16  Concord,  El  Paso.  TX  79906. 
800-999-7284 

Pathology  Associates  Medical  Laboratories, 
East  11604  Indiana,  Spokane,  WA  99206, 
509-926-2400 

PDLA,  Inc.,  100  Corporate  Court  So. 
Plainfield,  NJ  07080, 908-769-8500/800-237- 
7352 

PharmChem  Laboratories,  Inc.,  1505-A 
O'Brien  Drive,  Menlo  Park,  CA  94025, 415- 
328-6200/800-440-5177 

Poisonlab,  Inc.,  7272  Clairemont  Mesa  Road, 
San  Diego,  CA  92111, 619-279-2600 

Precision  Analytical  Laboratories.  Inc.,  13300 
Blanco  Road,  Suite  #150,  San  Antonio,  TX 
78216,  512-493-3211 


Puckett  Laboratory,  4200  Mamie  Street 
HatUesbur^,  MS  39402. 601-264-3856/800- 
844-8378 

Regional  Toxicology  Services,  15305  N.E.  40th 
Street  Redmond,  WA  98052, 206-882-3400 

Roche  Biomedical  Laboratories,  1801  First 
Avenue  South,  Birmingham,  AL  35233, 203- 
581-3537 

Roche  Biomedical  Laboratories.  1957 
Lakeside  Parkway,  Suite  542,  Tucker,  GA 
30084,404-939-4811 

Roche  Biomedical  Laboratories,  Inc.,  1912 
Alexander  Drive,  P.O.  Box  13973,  Research 
Triangle  Park,  NC  27709, 919-361-7770 

Roche  Biomedical  Laboratories,  Ina,  69  First 
Avenue,  Raritan,  N)  08669, 800-437-4986 

Roche  Biomedical  Laboratories,  Inc.,  1120 
Stateline  Road,  Southaven,  MS  38671, 601- 
342-1286 

Scott  &  White  Drug  Testing  Laboratory,  600 
South  25th  Street  Temple,  TX  76504, 806- 
749-3788 

S.E.D.  Medical  Laboratories,  500  Walter  NE 
Suite  500,  Albuquerque,  NM  87102, 505- 
848-8800 

Sierra  Nevada  Laboratories,  Inc.,  888  Willow 
Street  Reno,  NV  89502, 800-648-5472 

SmithKline  Beecham  Clinical  Laboratories, 
7600  Tyrone  Avenue,  Van  Nuys,  CA  91045, 
818-376-2520 

SmithKline  Beecham  Clinical  Laboratories, 
3175  Presidential  Drive,  Atlanta,  GA  30340, 
404-034-9205  (name  changed:  formerly 
SmithKline  Bio-Science  Laboratories) 

SmithKline  Beecham  Clinical  Laboratories, 
506  E.  State  Parkway,  Schaumburg,  IL 
60173,  708-665-2010  (name  changed: 
formerly  International  Toxicology 
Laboratories) 


SmithKline  Beecham  Clinical  Laboratories, 
11636  Administration  Drive,  St  Louis,  MO 
63146,  314-567-3905 

SmithKline  Beecham  Clinical  Laboratories, 
400  Egypt  Road,  Norristown,  PA  19403, 800- 
523-5447  (name  changed:  formerly 
SmithKline  Bio-Science  Laboratories) 
SmithKline  Beecham  Clinical  Laboratories, 
8000  Sovereign  Row,  Dallas,  TX  75247, 214- 
638-1301  (name  changed:  formerly 
SmithKline  Bio-Science  Laboratories] 

South  Bend  Medical  Foundation,  Inc.,  530 
North  Lafayette  Boulevard,  South  Bend,  IN 
46601,  216-234-4176 
Southgate  Medical  Services,  Inc.,  21100 
Southgate  Park  Boulevard,  Cleveland,  OH 
44137-3054, 800-338-0166  outside  OH/800- 
362-8913  factside  OH  (name  changed: 
formerly  Southgate  Medical  Laboratory) 

St  Anthony  Hospital  (Toxicology 
Laboratory],  P.O.  Box  205, 1000  North  Lee 
Street,  Oklahoma  City,  OK  73102, 405-272- 
7052 

St  Louis  University  Forensic  Toxicology 
Laboratory,  1205  Carr  Lane,  St  Louis,  MO 
63104,  314-577-8628 

Toxicology  ft  Drug  Monitoring  Laboratory, 
University  of  Missouri  Hospital  ft  Qinics, 
301  Business  Loop  70  West  Suite  208. 
Columbia,  MO  65203,  314-682-1273 
Toxicology  'Testing  Service.  Inc.,  5426  N.W. 
79th  Avenue,  Miami,  FL  33166,  305-593- 
2260 

Charles  R.  Schuster, 

Director,  National  Institute  on  Drug  Abuse. 
[FR  Doc.  92-567  Filed  1-7-92;  8:45  am] 
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for  the  first  session  of  the 
102d  Congress  has  been 
completed  and  will  be 
resumed  when  bills  are 
enacted  into  public  law  during 
the  second  session  of  the 
102d  Congress,  which 
convenes  on  January  3,  1992. 
A  cumulative  list  of  Public 
Laws  for  the  first  session  was 
published  in  Part  II  of  the 
Federal  Register  on  January 
2,  1992. 
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Order  Nowl 

The  United  States 
Government  Manual 
1991/92 

As  the  official  handbook  of  the  Federal 
Government,  the  Manual  is  the  best  source  of  . 
information  on  the  activities,  functions, 
organization,  and  principal  officials  of  the 
agencies  of  the  legislative,  judicial,  and  executive 
branches.  It  also  includes  information  on  quasi¬ 
official  agencies  and  international  organizations 
in  which  the  United  States  participates. 

Particularly  helpful  for  those  interested  in 
where  to  go  and  who  to  see  about  a  subject  of 
particular  concern  is  each  agency's  "Sources  of 
Information"  section,  which  provides  addresses 
and  telephone  numbers  for  use  in  obtaining 
specifics  on  consumer  activities,  contracts  and 
grants,  employment,  publications  and  films,  and 
many  other  areas  of  citizen  interest.  The  Manual 
also  includes  comprehensive  name  and 
agency/subject  indexes. 

Of  significant  historical  interest  is  Appendix  C, 
which  hsts  the  agencies  and  functions  of  the 
Federal  Govenunent  abolished,  transferred,  or 
changed  in  name  subsequent  to  March  4, 1933. 

The  Manual  is  published  by  the  Office  of  the 
Federal  Register,  National  Ardiives  and  Records 
Administration. 

$23.00  per  copy 
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Charge  your  order. 


It^Eaeyl 


lb  fax  your  orders  202-512-2250 
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4.  Mail  To:  Superintendent  of  Docunoents,  Government  Printing  Office,  Washington,  D.C.  2(M02-9371 


The  Code  of  Federal  Regulations  (CFR)  comprising 
approximately  196  volumes  contains  the  annual  codification  of 
the  final  regulations  printed  in  the  Federal  Register.  Each  of 
the  SO  titles  is  updated  annually. 

Individual  copies  are  separately  priced.  A  price  list  of  current 
CFR  volumes  appears  both  in  the  Fadyjtf  Register  each 
Monday  and  the  monthly  LSA  (List  of  CFR  Sei^ions  Affected). 
Price  inquiries  may  be  made  to  the  SuperintetKfent  of 
Documents,  or  the  Office  of  the  Federal  Register. 


I  ne  r-eoerai  negisisr,  puoHsnea  oaiiy,  is  me  omctai 
publication  for  notifying  the  public  of  proposed  and  final 
regulations.  It  is  the  tool  for  you  to  use  to  partictpale  in  the 
rulemaking  process  by  commenting  on  the  proposed 
regulations.  And  it  ke^  you  up  to  date  on  the  Federal 
regulations  currently  in  effect. 

Mailed  monthly  as  part  of  a  Fadaral  Reglatar  subscription 
are:  the  LSA  (List  of  CFR  Sections  Aftact^  which  leads  users 
of  the  Code  of  Federal  Regulationa  to  amendaSory  actions 
published  in  the  daily  Federal  Register;  and  the  cumulative 
Federal  Register  Index. 


Superintendent  of  Documents  Subscription  Order  Form 


Onte  ProcttWig  Code; 

*6463 


Chargo  your  order. 

It»  easy! 


□YES  ^  please  send  me  the  following  indicated  subscriptions; 

•  Federal  Register  ||  •  Code  of  FederM  Regulationa 
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•  24  X  Microfiche  Format: 
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_ ^$97.50  for  six-months 

•  Magnetic  tape: 

_ ^$37,500  for  one  year 
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_ ^$620  for  one  year 

•  24  X  Microfiche  Format: 
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1.  The  total  cost  of  my  order  is  $ _ Ail  prices  include  regular  domestic  postage  and  handling  and  are 
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2.  _  3.  Please  choose  method  of  payment: 
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A  Research  Guide 
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Stock  Number  069-000-00030-4 
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These  four  volumes  contain  a  compilation  of  the  ‘List  of 
CFR  Sections  Affected  (LSA)"  for  the  years  1973  through 
1985.  Reference  to  these  tables  will  enable  the  user  to 
find  the  precise  text  of  CFR  provisions  which  were  in 
force  and  effect  on  any  given  date  during  the  period 
covered. 
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